
ARMED FORCES INSTITUTE OF PATHOLOGY 

WASHINGTON, D.C. 20306 


ADDRESS REPLY TO THE DIRECTOR 
ATTN: AFIP- 


AFIP-JA 


17 February 1981 


Mr. Harold Weisberg 
7627 Old Receiver Road 
Frederick, Maryland 21701 

RE: Kennedy Assassination 

Dear Mr. Weisberg: 

Your letter dated 23 January 1981, addressed to Mr. Charles W. 
Hinkle, Director, FOIA and Security Review, Department of Defense, 
has been referred to this activity for reply. 

A search of the files and records of the Armed Forces Institute 
of Pathology has not revealed the material you have requested. 


Sincerely, 



WILLIAM R. COWAN 
Colonel, USAF, MC 
The Director 



